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MiSCELLANEOUS. 

According to ttie April 2015 lACUC minutes, or April 3 £015. a tec^ntciar was rosiraining a rabtil who jumped otf the 
exam table and as a ragijlt the rabbit Fuad s Fracture et L-7 and wes wtlianized- The incident wb% naporletl lo OLAW 
and the facility loas taKem slaps to correct the siluallon rotralnliig the omployaos or animal restraml. 

It has been oorrecied. 


An ej(H inierview was oonducted with the Facility repnesentalive. 
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